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CONFIDENTIAL OECD PARIS 32966 

EXCON 

E.O. 11652: XGDS1 
TAGS: ESTC, COCOM 

SUBJECT: UK DATA MODEMS TO USSR - IL 1565 

REFS: A. COCOM DOC.(75)2469 

B. OECD PARIS 32216 

C. COMRAS-PRACHT TELCON 12/16/75 

1. UKDEL NOTED WITH SINCERE REGRET THAT REFCASE APPLI- 
CANT WOULD NOW PROBABLY LOSE ORDER SINCE US WAS NOT YET 
IN A POSITION TO STATE ITS VIEWS. CASE HAS BEEN PENDING 
SINCE 12/2. NEVERTHELESS UKDEL GRANTED 1 WEEK EXTENSION 
TO DEC. 23. 

2. GERMAN DEL NOTED THAT US AUTHORITIES SHOULD GIVE PRE- 
CEDURE TO SUCH CASES INCLUDING EQUIPMENT DESTINED FOR 
MEDICAL CLINIC USE. 

3. ACTION REQUESTED: INSTRUCTIONS IN REFCASE AS QUICKLY 
AS POSSIBLE. 
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